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Cigarettes rated 

. N TAR CONTENTS 

New Tests by F.T.C. Also 
Show Nicotine Percentage 


|^<U! t» Tt» Srr T<w< Pmn I 

WASHINGTON", Oct. 15—The! 
Federal Trade Commissio n. on| 
tfie b3siT of n?v.- laboratory 
tests, has rated kin? size Carl¬ 
ton filter cigarettes And regular 
Marvel filter cigarettes as low¬ 
est in tar content among 122 
varieties. 

In earlier tests. Marvels were 
the lowest and Carltons were 
fourth lowest. Marvels main¬ 
tained their position in the new 
tests as lowest in nicotine. 

Results of the new tests were 
reported to the Senate and 
House Commerce committees 
and were made public today 
by the Senate committee. 
Michael Pert«?chuk. the commit- 
tee’S £2nyrtil ■c ms nsol. s?.id it 
was significant that the product 
of a major manufacturer had 
moved to the lop of the list 
in low tar content. Carletons' 
*re made by the American- 
bacco Company. 

Ir. Pcrtschuk said that this; 
• gested that notable progress! 

js being made in persuading 
a substantia! segment of the 
Industry to produce and adver¬ 
tise cigarettes with low tar 
and nicotine content. 

He noted that a recent 
pamphlet of the United States; 
Public Health Service suggested! 
that one way to reduce the < 
risk in’ srnok 'mT"ciTire;: es"wasi 
to :v.7~! j> j 


the chief spokesman for ciga-; 
rette manufacturers, contends 
that there is no scientifically! 
established relationship. * 

The tar content of king-size! 
filter Carltons dropped from 7! 
milligrams in the earlier test! 
:o < milligrams in the new one. i 
-.-tegular size filter Marvels! 
were rated at 4 milligrams in 
both tests. j 

The five cigarettes with thef 
owent tar consent and mi ill-' 
- -anis of tar per cicarette were.! 
rlton. king ii/.e filter, 4. Mar-, 
it regular size filter, 4; Mar-j 
els king size filter menthol,! 
J; Cascade king size filter mcn-i 
thol, 7; Marscis king size M-j 
ter. 7. . |j 


highest tar and miiitgrants of 
tar per cigarette were. English 
Ovals king size nonfiitcr. 26; 
Holiday king size nunfiltcr,' 
31; Fatima king size nonfiitcr. 
33; Herbert Taicytnn king size’ 
nonfiitcr. 31; Philip Morris Com*i 
mander king si/e nnnfiller. 31. 

The five cigarettes with the 
lowest nicotine and milligrams 
of nicotine per cigarette were. 
Marvels regular size filter. 0.1; 
Matveis king size filter men¬ 
thol, 0.2; King Sanos king size- 
filter, 0.2; Cascades king size 
filter menthol, 0.2; Frappe king 
size filter menthol. 0.3. 

The five cigarettes with the 1 
highest nicotine and milligrams- 
of nicotine per cigarette v.-ere. : 
English Ovals king size non-;i 
filter, 2.3; Raleigh king sizcn 
nonfilter. 2.1; Philip Morris; 
Commander king size ncnfilter,’ 
2.0; Holiday king size nonfiitcr,i| 
1 . 9 ; Fatima king size non-j 
filter, J.S. I 


j-iO. - F TF Lf c , 


TO: 

fliSM: 






IF; \TJp.\n 

Ut *i illi lr:: 




- n THE WALL STREET JOURNAL 

/ Wed ne-* da 7, October IS. ISSj 


Carlton Cigarets Ranked Lowest in Tar, 
Marvels in Nicotine Content in U.S. Test 


E V «nr*i.r. Street Joui-val 5fa^ RtpwUr ceivc 3 and releases the FTC test results, has 
WASHINGTON’ — The Government’s ciga- said the tar and nicotine rankings ‘will enable 
ret-smoking machine, in its most compichcn- a smoker who is unable cr unwilling to give up 
sive test of cigaret tar ar.d nicotine content, smokir.g to select the least hazardous cigareta 
showed King-size filter Carlton brand to be the on the market.” 

lowest in tar. Filter Mam-els was rated the low- The FTC machine’s first report covered the 
es. in nicotine. tar and n ir; 0 (j ne content of 59 varieties of ciga- 


nwotir.e. tar and n ir- 0 tj ne con ‘ en t of 59 varieties of ciga- 

Carlton brand is made by American Tobac- rcl3 , old in *s c V .S. The second report issu-d 
co Co. Marvels Is a Stephano Eros, brand. in June , C o v - crcd an additional 63 varieties. The ■ 

Lndustr>’ sources said the Carlton rating ncw test co vered all 122 varieties ccr.irne-'v 
marked the first tme in Lhe senes of Govern- available. To get a fair samale Lhe FTC 
ment tests that any of the six major tobacco bought two packs of each varied Ln each of 50 
companies' brands was ranked lowest in tar or representative locations throughout the coun- 
lucotine. These sources predicted the test re- [ rv 

port will accelerate the W-tar-and-mcotme 'The FTC machine smoked each c:;aret 
competition amon r major man-jfacturers. do „ t0 a ; ;. rill . Um4ter bult 0 ., Ll t; . e ca ’ t c ; 

I.'so Lhe tests wilt be fulfilling a major pur- | on| - cr fm , r ng-areU down to within :-mm. of 
pose the federal Trade Commission had in the Liter occra-mti. The rsaul-s were ba.ed cn 
mind when Its smoke-testing machine started a test cf 100 c. jarets per vancty or brand, 
put.uig last November. The commission has Aside from explaircng those procedures the 
been testing e.garets In cooperation svith Sen. comm.ssion didn't make any comment on its 
Sfagnuson ID.. Wash.t. chairman of the Senate Ladings. It simply listed each of the 1-.: van- 
Commerce Committee. The Senator, who re- eUti , , irst b . tar-content ranking and secord 


The FTC machine smoked each c:g 3 ret 
down to a 22-millimeter buit or, Ln the caae cf 
longer filter cigarets, down to v.athir. 2-r.im. of 
the filter ovcr.vrap. The rzaults were baaed cn 
a te.-t cf 100 c’.garets per vanety or brand. 

Aside from explaining those procedures, the 
commission didn’t make any comment on its 
findings. It simply listed eo.ch of the 122 vari¬ 
eties. first by tar-content ranking and second 1 


by mcotine ranking. | 

Tar content ranged from a low of i mitli- 
grama Ln a kmp-size filter Carlton, cigaret to a ! 
high of ruiiigrams in a kirg-sizc English I 
Ovals cigarct. Nicottr.e ranged rrem a low of 
0.1 milligram in a filter Marvels cigaret to 2.3 
milligrams in a king-size English Ovals ctga- 
ret. 

Following Cwrlton. the next lou t at ranking 
fn tar were; Filter .Marvels, king-size filter 
menthol Marvel;*, kir.g-sicc filter menthol Cas¬ 
cade. king-size filter Marvels and klng-aue fil¬ 
ter King Sano cigarcta. 

Behind filter Marvels in low nicotine rank-1 
ing v.cre: King-size filter menthol Marvels.’ 
ktng-.sizc filter King Sjno. kjng-iir.c filler men¬ 
thol Cascade, kir.g-size filter mcrtr.c! Frapf-c 
and kirg-sizc filter Marvels. 
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